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CASE 105. 


To all whom tt may concern: is of extreme delicacy, the marks being due 
Be it known that I, THomas A. Eprson, of | probably to the finely-divided oxide of ruthini- 

Newark, in the county of Essex and State of | um formed by the electrolytic oxygen. 

New Jersey, have invented an Improvement I claim— 

in Recording-Points for Chemical Telegraphs, A recording-point formed of metallic ruthini- 

of which the following is a specification: um in achemical telegraph, substantially as set 
I have found that if the decomposing and | forth. 

recording point of a chemical telegraph be Signed by me this18th day of January, A.D. 

made of metallic ruthinium, and connected | 1875. 

to the positive pole of the battery, a colo- _ 

ration is made upon nearly dry paper, which THOS. A. EDISON. 

had been moistened with various chemical ‘Witnesses : 

solutions, preferably ferro-cyanide of potas- GEO. T. PINCKNEY, 

sium and chloride of sodium. The reaction Cas. H. SMIrH. 


